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ACTION SY-05 

INFO OCT-01 ARA-06 ISO-OO SCCT-01 A-01 ABF-01 FBO-02 FS-01 

SS-15 OPR-02 EB-07 USIA-06 SIG-01 /049 W 

053662 

R 152030Z DEC 75 
FM AMEMBASSY KINGSTON 
TO SECSTATE WASHDC 9647 

CONFIDENTIAL KINGSTON 4918 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT SECURITY PROTECTION AFFORDED PUBLIC 
ACCESS AREAS AT OVERSEAS POST 

REF: STATE 271528 AND STATE 210312 

1. POST RECOMMENDS THE FOLLOWING SECURITY IMPROVEMENTS FOR ITS 
FACILITIES: 

2. CHANCERY 

A. PROPERTY - LONG TERM LEASE 

B. PHYSICAL SECURITY BARRIERS 

1. GRILL GATE 

2. LOCATION - STAIRWAY LEADING FROM LOBBY TO SECOND FLOOR TO 
PREVENT UNAUTHORIZED ACCESS TO SECOND FLOOR 

3. COST - US$235.00 

C. WINDOW PROTECTION 

1. MYLAR 

2. LOCATION - WINDOWS IN LOBBY TO PROTECT OCCUPANTS 
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3. NO COST DATA ON MYLAR BUT AREA TO BE 
COVERED IS APPROXIMATELY 
134 SQ FT 

D. TECHCICAL EQUIPMENT 

1. ELECTRICALLY OPERATED LOCKS, CONTROLLED BY MSG 

2. LOCATION - NEW GRILL GATE ON STAIRWAY LEADING FROM 
LOBBY TO SEOND FLOOR AND DOOR LEADING FROM LOBBY TO 
FIRST FLOOR CONSULAR AND COMMERCIAL SECTIONS 

E. LOBBY CONTROLS AND QUIPMENT 

1. MARINE DESK TO BE COMPLETELY ENCLOSED AND PROTECTED 
WITH LEXAN PANELS 

2. LEXAN WILL HAVE TO BE INSTALLED BY SY/T; 

ADDITONAL COST FOR INSTALLATION ESTIMATED AT US$250.00 

3. VISA OFFICE 

A. PROPERTY - SHORT TERM LEASE 

B. PHYSICAL SECURITY BARRIERS 

1. SOLID WALLS 

2. LOCATION 1 A FIRST FLOOR NIV INTERVIEW AREA- SOLID WALL 
TO REPLACE WOODEN PARTITION. WALL WILL EXTEND ACROSS THE 
ENTIRE WIDTH OF THE BUILDING AND WILL HAVE ONE DOOR LEADING 
TO OFFICE AREA AND FIVE INTERVIEW WINDOWS PROTECTED 

BY LEXAN PANELS 

LOCATION 2 - SECOND FLOOR IV SECTION - SOLID WALL WILL BE 
CONSTRUCTED TO FORM SINGLE ENTRY WAY BETWEEN WAITING AREA 
AND INTERVIEW AREA 

3. LEXAN PANELS FOR INTERVIEW WINDOWS WILL HAVE TO BE 
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SUPPLIED AND INSTALLED BY SY/T. COST FOR WALL 
CONSTRUCTION US $1,820.00 

C. TECHNICAL EQUIPMENT 

1.1. ELECTRICALLY OPERATED LOCK. 

2. LOCATION - DOOR BETWEEN SECOND FLOOR WAITING 
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